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CONFIDENTIAL STATE 269178 

EXDIS 

E.O. 11652: GDS 
TAGS: ENRGEGUS 

SUBJECT: ATOMIC ENERGY REACTOR FOR EGYPT 
REFERENCE: CAIRO 9814 

1. REFTEL IS CORRECT THAT NEITHER AEC NOR DEPARTMENT HOLDS 
COPY OF MINISTER OF ELECTRIC POWER SULTAN'S AUGUST 27 
LETTER. PLEASE POUCH COPY NEA/EGY. WE CONCUR THAT IT IS 
IMPORTANT TO TRY TO ANSWER EGYPTIAN QUERIES PROMPTLY, BUT 
THIS APPEARS TO HAVE BEEN AN EGYPTIAN ERROR IN NOT HAVING 
PROVIDED AUGUST 27 LETTER. WE HAD ASSUMED THAT THIS WAS 
SIMPLY A MIX UP IN DATES AND WERE NOT SURE THAT SUCH A 
LETTER IN FACT EXISTED. KISSINGER 
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